of this plot; and Madame Encore, therefore, took upon her to sacrifice herself for what she thought the welfare of her country. . How Duroc suspected or discovered her intent is not known; some say that an anonymous letter informed him of it, while others assert that, in throwing herself at Bonaparte's feet, this prefect observed the steel through the sleeve of her muslin gown. Most of her associates were secretly executed; some, however, were carried to Boulogne and shot at the head of the army of England as English spies.